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The attached small coil manufactured at the Elektro-Apparate Werke 
Treptow and described as a "KBrperloses Wicklungsr&hmchen fllr 
Drehspulmessinstrumente^s sent to you for retention in the belief 
that it may be of interest to you. 
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